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Message Text 



UNCLASSIFIED POSS DUPE 
PAGE 01 SANTO 05025 I11928Z 
66 

ACTION OC-06 

INFO OCT-OI ARA-10 ISO-00 CCO-00 SY-07 AID-07 /031 W 

099440 

R 1II602Z DEC 73 

FM AMEMBASSY SANTO DOMINGO 
TO SECSTATE WASHDC 9422 

UNCLAS SANTO DOMINGO 5025 

E.O. 1 1652: N/A 
TAGSC ACOM 

SUBJECT: GENERAL ELECTRIC TONE ALARM 

REE: A) STATE 240122 

B) SD OM TO A/OC DEC 6, 1973 

1. EMB ORDERED ON 11/21 ONE GENERAL ELECTRIC TWO-EREQUENCY MOBILE 
CONTROL UNIT, MT-76, WITH ALERT UNIT AND HIDDEN MIKE. EMB 
REGRETS DIRECT ORDER TO GENERAL ELECTRIC WITHOUT OC ADVISORY. 

2. ON 12/6 EMB ADVISED GENERAL ELECTRIC CRYSTAL REQUIREMENTS 
OF F-1, 162.125 MHZ AND F-2, 162.750 MHZ. AVAILABLE INFO AT POST 
DOES NOT INCLUDE ALARM TONE CHOICES NOR IS SUCH INEO AVAILABLE 
ON INSTALLED MT-76 IN AMB OR FOLLOW CAR SEDANS. IE OC RECORDS 
REELECT NOMENCLATURE OF TONES CURRENTLY IN USE, EMB WOULD 
APPRECIATE ADVISORY TO GENERAL ELECTRIC TO SPECIEY NEW MT-76 
HAVE DIFEERENT TONE. 

3. UNIT FUNDED THROUGH AID P.O. 74- AID-38 AND 74-AID-38-A1 
FOR USE IN AID DIRECTOR'S SEDAN. AUTOMOBILE UNDER 
AID/W - P.O. 844-0800 TO BE SHIPPED TO STATE DEPT. WAREHOUSE, 

SYA, 8400 TERMINAL ROAD, NEWINGTON, VA. FOR INSTALLATION OF 
ARMOR PLATING THROUGH A/SY, MR. WALTER SARGENT. 

4. ORIGINAL ORDER TO G.E. REQUESTED MT-76 BE SHIPPED TO 
POST FOR INSTALLATION. ADVISE IE UNIT CAN BE INSTALLED BY 
OC PRIOR AUTOMOBILE SCHEDULED SHIPMENT IN JAN OR FEB 1974. 
HURWITCH 

UNCLASSIFIED 



NNN 
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Message Attributes 
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Current Classification: UNCLASSIFIED 
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Copy: SINGLE 
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Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973SANTO05025 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: SANTO DOMINGO 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19731232/aaaaaxbu.tel 
Line Count: 52 
Locator: TEXT ON-LINE 
Office: ACTION OC 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: A) STATE 240122 
Review Action: RELEASED, APPROVED 
Review Authority: collinpO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 26 OCT 2001 
Review Event: 

Review Exemptions: n/a 
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